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Mr. George A. Depaoli 
Depaoli & O'Brien 
Suite 1005 - Crystal Mall 1 
1911 Jefferson Davis Highway 
Arlington VA 22202 

RE: IMPROVED SMOKING COMPOSITIONS OF Jeffrey I. 

Seeman (PM 703) D&O 79-19 

Dear George: 

Enclosed is the executed copy of the above-named 
application. Also enclosed are two copies of pages 1, 8, 14, 17, 
30, 31, and 32 which should be inserted in your file copies. The 
changes are highlighted for your convenience. After careful 
consideration, we decided that the weight percent of the 
compound to be added to tobacco was too low and have therefore 
revised the original amount stated (0.00001) to read 0.001 weight 
percent. This change occurs on pages 8,14, 30, 31 and 32. On 
page 1, second paragraph, we inserted brackets around several 
references. On page i7, a comma was deleted and a parenthesis 
was added. If you have any problems with the revisions, please 
let me know. 

If everyting appears to be in order, please file this 
application in the U.S.P.T.O. at your earliest convenience. 

Thank you for your assistance in preparing the application. 
Dr. Seeman seems quite pleased with it. 

Very truly yours, 


Susan A. Hutcheson 

SAH/bjd 

cc: T. Osdene 
T. Sanders 
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